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PREFACE. 


In  presenting  this  bibliography  of  the  Manual  Arts  the 
author  realizes  fully  that  a  partial  or  even  a  complete  list  of 
titles  in  any  subject  or  branch  of  school  work  has  little  intrinsic 
value.  It  is  only  when  a  bibliography  becomes  a  reference  book 
for  work  in  the  subject  treated  that  it  best  serves  its  purpose 

The  idea  has  been  widely  held  by  some  even  in  manual 
training  work,  that  there  is  scant  material  published  on  tlie 
subject.  For  the  past  five  years,  during  which  time  the  pre- 
paration of  these  pages  lias  been  going  forward,  the  writer  has 
been  convinced  to  the  contrary.  Few  teachers  know  exactly 
what  has  appeared  in  print  bearing  upon  hand  work,  hence 
there  arises  a  demand  for  a  bibliography  of  the  svibject.  It  is 
then  partly  with  the  view  of  meeting  this  demand  that  this  book 
is  published. 

JMuch  that  has  been  written  is,  of  course,  of  questionable 
value.  Many  of  the  earlier  texts  have  served  their  purpose  well, 
newer  thought  and  methods  coming  in  to  meet  more  exactly 
the  needs  and  conditions  of  the  time.  In  many  respects  a  short 
select  list  of  titles  would  prove  as  valuable  to  the  teacher  of  the 
Manual  Arts  as  will  the  present  volume.  This  more  complete 
list,  however,  will  meet  the  needs  of  the  educator  and  investi- 
gator, and  preserve  in  permanent  form  the  record  of  that  branch 
of  education  wliich  has  risen  into  prominence  more  rapidly,  per- 
haps, than  has  any  other. 

As  this  bibliography  is  intended  for  the  use  of  the  instructor 
in  hand  work  not  only,  bat  for  the  grade  teacher  as  well,  it  has 
been  thought  wise  to  classify  the  titles  under  several  heads. 
The  arrangement  of  authors  in  alphabetical  order  seemed  the 
only  practical  method.  At  the  suggestion  of  prominent  teachers 
of  domestic  science  it  was  thought  best  to  give  a  si:)ecial  chapter 
to  the  general  topic,  "Home  Science,"  no  attempt  having  here- 
tofore been  made  to  list  such  titles  as  are  here  given.  Books  or 
articles  dealing  with  both  theoretical  and  practical  phases  of 
the  problem  have  been  placed  in  one  or  another  of  the  lists  as 
thought  best. 

Many  of  the  books  or  articles  mentioned  are  out  of  print. 


These  can  only  be  had  in  private  or  public  libraries.     Some  of 
these  treatises  and  reports  are,  indeed,  of  the  very  best. 

One  of  the  cliief  values  claimed  for  the  bibliography  lies  in 
the  comments  following  certain  of  tlie  titles,  tlius  rendering  the 
selection  of  a  book  less  a  matter  of  "guess  work"'  than  would 
otherwise  be  the  case. 

No  doubt  the  compiler  of  the  volume  will  receive  some 
criticism  for  the  manner  in  which  hs  has  referred  to  certain  of 
the  titles  listed.  No  comment,  however,  has  in  the  case  of  an 
American  publication  been  made  on  hear-say  evidence.  Some 
note  or  word  of  comment  has  been  given  where,  in  the  writer's 
judgment,  it  was  most  deserved.  Those  books  best  treating 
any  given  topic  have  been  given  special  mention.  There  are, 
perhai«,  some  equally  meritoi'ious  worlds  upon  which  no  com- 
ment is  made.  In  such  cases  the  writer  has  had  no  opportunity 
of  examining  the  books  in  question. 

While  no  complete  bibliography  of  the  Manual  Arts  has  be- 
fore been  published,  the  author  desires  to  give  credit  to  several 
sources  for  valuable  assistance  rendered.  The  following  have 
been  freely  consulted:  "A  Bibliography  of  Manual  Training," 
prepared  by  the  Eastern  Manual  Training  Association ;  '•  Bulletin 
No.  9  of  the  High  School  Departinent  of  the  University  of  the 
State  of  New  York,  Manual  Training  Syllabus;"  "Manual 
Training  Made  Serviceable  to  the  School,"  Dr.  Woldemar  Gotze; 
"Contributions  to  the  Bibliography  of  Manual  Training  and 
Industrial  Education,'"  by  Mary  Danna  Hicks,  in  the  Report  on 
Manual  Training  and  Industrial  Education,  Boston,  1893; 
"  Eighth  Annual  Report  of  the  Commissioner  of  Labor,"'  Wash- 
ington, D.  C,  1892;  "  Bibliography  of  Child  Study,"  Report  of 
the  Commissioner  of  Education,  189T-98. 

Thanks  are  due  Mrs.  Grace  E.  Button,  Director  of  the  De- 
partment of  Domestic  Economy  of  Throo])  Polytechnic  Institute, 
for  suggestions  on  the  chapter  on  Home  Science;  to  Mr.  Paul 
Boehncke,  Instructor  in  Modern  Languages,  for  assistance  on 
titles  published  in  foreign  languages,  to  Mr.  Ralph  Cross,  of 
the  Commercial  Department  of  the  school,  who  has  assisted  in 
the  mechanical  details  and  to  many  American  and  European 
teachers  for  aid  and  advice. 

A.  H.  C. 

October,  1902.  Throop  Polytechnic  Institute. 
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Hudson  and  Cooke.  Cardboard  Modeling.  London :  Newmann , 
1896.     Pp  29  and  27  cards.     3s. 

Kenyon,  W.  J.  First  Years  in  Handicraft.  Baker  &  Taylor  Co.. 
1901.  Pp.  124.  $1.00.  One  of  the  most  suggestive  little 
books  yet  written  on  the  subject.  The  directions  are  clear 
and  the  illustrations  add  much  to  the  value  of  the  work. 
The  materials  needed  are  cheap;  the  processes  comparatively 
simple,  and  the  work  can  be  done  at  home. 

Lambert,  F.  C.     Paper  Work.     Daw  born  &  Ward.     Is  6d. 

Nelson,  W.,  and  Sutcliffe,  A.  Cardboard  Modeling,  Course  III. 
London:  Philip.  32  plates.  75c.  A  course  in  cardboard 
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articles.     They  are  covered   with  lithograph  papers.     The 
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rectilinear  form  of  model  is  used  almost  exclusively,  curved 
lines  being  given  little  place.  Accuracy  and  judgment  are 
necessary  in  the  working  out  of  the  projects,  but  these,  and 
the  order  of  presentation,  are  not  such  as  to  best  meet  the 
pupil's  needs.     Well  written  and  clear. 

Ricks,  G. ,  and  Vaughan,  J.  Modeling  in  Cardboard.  London, 
Cassell. 

Smith,  Robert  M.  Construction  Work  in  Cardboard  and  Paper. 
A.  Flanagan,  1900.  Pp.  154.  75c.  The  author  has  outlined 
work  for  grades  I.  to IV.,  inclusive;  simple  work  in  weaving; 
making  of  geometric  forms,  such  as  the  cube  and  the  arrang- 
ing of  them  in  various  combiniJtions.  The  book  also  con- 
tains a  course  in  wood  work  for  tlie  fifth  grade.  Many  sug 
gestions  are  offered  but  the  construction  work  is  probably 
too  limited  in  its  content.  Grade  teachers  generally  will 
find  many  useful  hints  throughout  the  book . 

Snell,  Anna.  Geometrical  Instruction  through  Hand  and  Eye. 
London,  Newmann.  2s.  A  guide  to  the  use  of  paper  cut- 
ting and  tablet  laying  and  paper  folding. 

Tiybom,  J.  H.  Cardboard  Construction.  Bradley,  1899.  Pp. 
69.  $1.00.  A  good  book  for  the  manual  training  or  grade 
teacher.  Some  of  the  forms  do  not  prove  attractive  to  the 
pupil,  but  they  all  contain  elements  of  usefulness.  The  lack 
of  artistic  feeling  is  noticeable. 

Walker,  Louise.  Instructive  and  Ornamental  Paper  Work. 
Scribner,  1901.     Pp.  184. 

Weaver,  E.  A.  Paper  and  Scissors  in  the  Schoolroom.  Spring- 
field: Bradley,  1893.  Pp.77.  25c.  The  suggestions  are  not 
new  but  are  quite  substantial.  The  illustrations  add  to  the 
value  of  tlie  volume. 

Wurst,  Edward  F.  Construction  Work.  Chicago:  Frederick  A. 
Watt,  1900.  Pp  107.  75c.  A  series  of  exercises  of  a  simple 
nature  with  paper  materials.  The  articles  made  have  more 
or  less  intrinsic  value,  the  exercises  being  made  the  basis 
for  work  in  number  chiefly,  while  literature,  history  and 
natural  science  are  touched  upon.     ^Illustrated.) 


52  BIBLIOGRAPHY   OF   MANUAL   ARTS. 


WOOD  WORK. 

Abbott,  Frederick  B.  Manual  Training  in  the  Grades.  (Illus- 
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Denver:  State  Supt.  of  Public  Instruction,  1898.     Pp.  85. 
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well  thought  out. 

Degerdon,  W.  E.  The  Orammar  of  Woodwork.  London:  Mac- 
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Whitaker.  5s.  (lUus  )  A  practical  handbook  for  the  con- 
struction of  cabinet  furniture,  dealing  witli  the  use  of  tools, 
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phases  of  handwork. 

Kilbon,  G.  B.  How  to  Use  Wood  Working  Tools.  The  direc- 
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Lucas.  E  A.  Tlie  Elements  of  Woodwork:  or  Handwork  in 
Wood.     London:  Newmann.     10  cards.     Is. 
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The  idea  contained  in  the  book  is  somewhat  suggestive,  but 

the  work  is  much  too  mechanical  and  not  such  as  to  appeal 

to  the  child. 
Moline,  Illinois,  Public  Schools.     Course  in  Handcraft. 
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Pearson,  J.  C.     Woodwork  for  Standards  V.,  VI.,  VII.     London ; 

Newmann 
Pierce,  F.  H.      Elementaiy  Manual  Training.     Pratt    Institute 

Monthly.     9; 8.     Contains  excellent  ideas  for  the  teacher  of  ' 
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Day,  Geo.,  and  Leland,  C.  G.  Bent  Iron  Work.  London:  Daw- 
born  &  Ward.     6d. 
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Denning,  D.     Wood  Carving  for  Amateurs.     London :     Dawborn 
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Rowe,  Eleanor.     Hints  on  Chip  Carving      London:  Sutton,  1892. 
Seaton,  Thos.     A  Manual  of  Fret  Cutting  and  Wood  Carving. 
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Ilasluck,  P.  N.  The  Wood  Turner's  Hand  Book  London:  Daw- 
born  &  AVard.     Is. 

Holzapffel,  Chas.,  and  J.  J.  Turning  and  Mechanical  Manipula- 
tions.    London:  Holzapffel  &  Co  ,  1875-1884      (5  parts. 

Holzapffel,  J.  J.  Home  Made  Lathes.  London:  Dawborn  & 
Ward.     6d. 

Lambert,  F.  C.     Wood  Turning.     London :  Dawborn  &  Ward. 

Pattern  Making.     London:  Crosby,  188.3.     Pp.  270. 

Ponteau,  E.     Pattern  Making. 

Ponteau,  E.     Wood  Turning. 

Rose,  Joshua.  Pattern  Makers'  Assistant.  New  York:  Van 
Nostrand,  1889.     Pp    324. 

Watson,  C.  P.     A  Manual  of  tlie  Haml  Lathe.     $1.25. 


METAL  AND  MACHINE  WORK. 

BoUand,  Simpson.     Tiie  Iron  Founder.     New  York :  Wiley,  1893. 

Pp.  382. 
Bolland,  Simpson.     The  Iron  Founder — Supplement.    New  York : 

Wiley,  1896.     Pp.  392. 
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Gardner,  J.  S.     Iron  Work.     London:    Chapman,    1896.     2  vols. 

Pp.  153  and  302.     Methods  and  designs  are  excellent. 
Hiorns,  A  H.     Metal  Coloring  and  Bronzing.     New  York:   Mac 

millan,  1893.     Pp.  830. 
International  Correspondence  Schools— Shop  and  Fourulry  Prac 

tice.     Scranton:  International  Text  Book  Co.,  1901.     4  vols 
Leland,  C.  G.     Elementary  Metal  Work.     London:  Whittaker, 

1894.     Pp.  111.     $1.5U.      (Illus.) 
Marshall,  Percival.     Practical  Lessons  in  Metal  Tnrning.     Lon 

don:  The  Book  Dept.,  6  Farrington  ave.     2s  3d.     A  splendid 

hook  for  amateur  workers. 
Meyer,  F.  S.     A  Handbook  of  Art  Smithing.     New  York;  Bruno 

Hessling,  189(5.     Pp.207.     $2.40.     An  excellent  book. 
Overman.  Frederick.     Moulders'  and  Founders'  Pocket-  Guide. 

Philadelphia,  1889.     Pp.  342. 
Pearson,  J.  C.     Metal  Work.     London:  Newmann. 
Polytechnic  Series  (London).      Forty   Lessons  in    Engineering 

Work  Shop  Practice.     60c. 
Richardson,  M.  T.     Practical  Blacksmithing.     The  Author.  New 

York,  1888.     2  Vols.     Pp.  234  and  226. 
Rose,    Joshua.      Complete  Practical   ]\Iachinist.      Philadelphia; 

Baird,  1886.     Pp.  439. 
Rose,  Joshua.     Modern  Machine  Shop   Practice.     Scribner,  1889. 

Pp.  479  and 484. 
West,  T.  D.     American  Foundry  Practice.     New  York:     Wiley, 

1888.     Pp  408. 
West,  T.  D.     Moulders'   Text  Book.     New    York:     Wiley,  1888. 

Pp.  461. 


MISCELLANEOUS. 

Annual  Report,  Committee  on  Manual  Training,  Boston :  School 

Document,  No.  18,  1897. 
Annual  Report,  Committee  on  Manual  Training,  Boston :  School 

Document,  No.  4,  1901      (Illustrated). 
Bamberger,  G.     Manual  of  Paper  Folding,  Clay  Modeling  and 

Cardboard  Work.     A.  Flanagan,  1891.     Pp.116      5l)c.     This 

manual  is  the  result  of  much  care  and  years  of  experience. 

It  is  based  upon  the  work  actually  done  by  the  pupils  in  the 
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class  room.     It  is  educative  in  its  purpose,  broad  in  its  scope 
and  cLar  in  presentation 

Beardsley,  R.  F.  Course  of  Study— Manual  Training  Department 
of  Elementary  Public  Schools,  Chicago,  1899-1900.  Chicago, 
1899.  'Pp.  296.  One  of  the  most  suggestive  courses  pub- 
lishetl.  It  contains  illustrations  and  directions  for  the  mak- 
ing of  models  in  wood,  cardboard,  wirework,  Venetian 
iron,  chip  carving;  with  chapters  on  book  mending, 
woods  of  the  United  States,  tool  instruction,  equipment  in 
manual  training  shop  and  a  bibliography  prepared  by  the 
Eastern  Manual  Training  Association.  The  drawings  and 
directions  are  clear.  The  one  criticism  would  be  that  the 
unskilled  teacher  would  not  be  able  to  make  a  good  selec- 
tion of  projects,  owing  to  the  somewhat  haphazard  arrange 
ment  of  the  material . 

Bevis,  A  W.  Practical  Lessons  in  Hand  and  Eye  Training. 
Illustrated.  London:  Newmann,  1895.  4  parts.  Part  I. 
Paper  Folding.  Pp.  83.  2s.  Part  II.  Brick  Laying,  Parcel 
Tying.  Pp  88  2s.  Part  III.  Wire  Work  Pp.  74.  2s. 
Part  IV.  Cardboard  Modelhng.     Pp.118.     3s  6d. 

Compton,  H  W.  What  a  Small  City  is  Doing  in  Industrial 
Education.     Circular,  No.  3,  1887.     Pp.  129. 

Course  of  Study  for  the  Indian  Schools  of  the  United  States. 
Miss  Estello  Reel,  Supt.  Washington,  1901.  Pp.276.  This 
is  a  most  valuable  document,  containing  as  it  does  sugges- 
tions for  many  lines  of  manvialwork  and  showing  how  these 
may  be  associated  with  the  life  interests  and  book  topics  of 
the  pupils. 

Cutler,  C.  F.  Primary  Manual  Training.  Boston:  Educational 
Publishing  Co,  189!,  (lllus.)  Pp.  130.  Treats  of  form 
study,  clay,  paper  and  color  work . 

Elementary  Manual  Training.  Pratt  Inet.  Monthly.  9 :8.  Strong 
and  well  written.  Not  a  theoretical  article,  as  the  work  has 
been  actvially  performed . 

Grotze,  Woldemar.  Educational  Handwork  Adapted  for  Teach- 
ers and  Pupils  in  Rural  Districts.  London:  Newmann  & 
Co.  Pp.  40.  E.xemplifies  work  of  a  rough  nature  that  can 
be  carried  on  with  mean  equipment  Comprises  garden, 
wood  and  metal  woi'k. 
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Gijtze,  Woldemar.  Manual  Training  Made  Serviceable  to  the 
School.  London:  Newmann.  Pp.  157.  §1.25.  Treats  of 
bench,  metal,  cardboard  and  glass  work,  with  chapters  on 
the  service  of  manual  training  in  and  application  to  school 
work.     A  suggestive  book. 

Hailmann,  W.  N.  Primary  Methods.  American  Book  Co.,  1887. 
Pp.   166.      (Illus.) 

naney,  Jas  P.  Teachers'  Monograph  Manual  Training  Num- 
ber.    25c. 

Haney,  Jas.  P.  The  Manual  Training  Schedule.  Dapt.  of  Edu 
cation.  New  York  City,  1900-19 J 1.  Pp.  56.  Both  publica- 
tions are  replete  with  thouglit  and  illustrations  of  the  best. 
The  Schedule  is  completely  illustrated  and  is  extremely 
broa'.l  in  its  presentation  of  subject  matter  for  the  elementary 
school. 

Hewett,  William.  A  Graduated  Course  of  Simple  Manual  Train 
ing  Exercises  for  Educating  the  Hand  and  Eye.  London : 
Longmans,  1893.     Pp   229.     2  parts,  each,  80c. 

Kalb,  Gustav.  Elementary  Manual  Training.  London:  New 
mann,  1894. 

Kalb,  Gustav.  First  Lessons  in  Hxnd  and  Eye  Training.  Lon- 
don: Newmann,  1893.  Pp.  143.  3.s.  The  forms  of  work 
shown  are  such  as  woidd  lie  between  the  kindergarten  and 
primary  school  ages. 

Kalb  and  Field.     First  Lessons  in  Manual  Work.     $1.20. 

Klemm,  L.  R.  European  Schools.  Appleton,  1889.  Pp.  429. 
A  most  readable  and  instructive  book,  and  the  result  of 
careful  investigation  on  the  part  of  an  excellent  authority, 
into  the  methods  and  practice  of  the  schools  of  Europe. 
Object  teaching,  handwork  of  the  various  varieties,  the 
graphic  art,  etc.,  are  liberally  dealt  with.  Tiie  illustrations 
add  much  to  the  value  of  the  book. 

Love,  S.  G.  Industrial  Education;  a  Guide  to  Manual  Training. 
New  York:  Kellogg,  18S7.  Pp.  308.  A  series  of  lesson.s 
illustrating  the  use  of  elementary  processes  in  Manual  Train 
in^,  in  conjunction  with  the  regular  school  work.  The  oc- 
cupations are  varied,  but  the  educational  value  of  some  of 
them  maybe  questioned. 

Manual  Training  Course  of  Study  and  Teachers'  Manual    Board  of 
Education.  New  York  City.  New  York:  Babcock,1892,  Pp.  149. 
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Manual  Training  in  Public  Elementary  Schools.  1887-1901. 
London:  Alexander  and  Shepheard,  1901.  Pp.  28.  and  9 
full  page  illustrations.  Adopted  by  the  Joint  Committee  on 
Manual  Training. 

^fanual  Training  in  the  State  Normal  School  of  Colorado.  Gree- 
ley, Colorado:  Bulletin  No.  5-1902.  Pp.  22,  and  7  full  page 
plates  Illustrates  work  of  the  various  grades  and  the  high 
school. 

Manual  Training  Syllabus.  Higli  School  Department,  Uni- 
versity of  the  State  of  New  York.  Bulletin  No.  9,  1900  Pp. 
230-284.  10c.  This  Syllabus  is  well  illustrated  and  contains 
some  good  ideas  on  high  school  work  A  partial  bibliograph  y 
is  appended 

Outline  Course  of  Study  in  Hand  Work  in  the  Horace  Mann 
School.  Teachers  College  Record.  1 :5.  Every  teacher 
should  study  this  pamphlet.  It  contains  the  most  modern 
and  educational  thought  and  shows  the  connection  of  hand 
work  to  book  studies. 

Proceedings  Pacific  Manual  Training  Teachers'  Association. 
Arthur  H.  Chamberlain,  I'resident,  Pasadena,  Cal.,  1902. 
Pp.  62.     2jc. 

CONTENTS  : 

Ball,  Frank  H.  Mechanical  Drawing  as  a  Factor  in  General 
Education. 

Batchelder,  Ernest  A.  Design  in  Its  Relation  to  Constructive 
Work. 

Chambarlain,  Arthur  H.     Introduction. 

Dobbs,  Ella  V.  Cardboard  Construction ;  Its  place  in  the 
Elementary  School. 

Dutton,  Mrs.  Grace  E.     The  Influence  of  Dress. 

Ingraham,  Lena  L.     Correlation  in  Education. 

Miller,  Chas.  M.     Occupations. 

Olson,  Albert  L.     Industrial  Drawing  in  the  PubUc  Schools. 

Sterrett,  Fannie  F.  The  Educational  Value  of  Clay  Model- 
ing. 

Stevenson,  Florence  A.     Cookery.     These  papers  deal  with 

live  problems  touching  the  various  phases  of  hand  work. 

They  are  praotical  throughout,  and  will  give  teachers  an 

idea  of  what  can  be  and  is  being  done  in  the  school  room. 

Ricks,   George.     Hand  and    Eye  Training.      London:    Cassall, 
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1889.  2  vols.  Pp.  67  and  64.  $3.00  each.  The  book.s  are 
finely  illustrated  and  well  written.  They  cover  elementary 
and  advanced  work,  and  will  give  many  ideas  to  the  teacher 
seeking  knowledge. 

School  Gardens  in  Europe.  (Illustrated.)  Special  Con.sular  Re- 
port.    Vol  20,  Part  2.     1900. 

St.  John,  George.  Manual  Instruction.  London:  Blackwood, 
1891.     Pp.  83. 

Straiglit.   True  Aim  of  Industrial  Education.    Giun.    Pp.  16.   10c. 

Tadd,  J.  L.  New  Methods  in  Education.  Springfield:  Judd,  1899. 
Pp.  433.  $3  00.  A  very  radical  exposition  of  the  manual 
training  idea.  Drawing  and  wood  carving  are  given  chief 
prominence  in  the  scheme,  and  the  ambidextrous  idea  is 
kept  always  in  mind. 

Thompson,  L.  D.     Two  books,  each  2oc 

Thompson,  L.  S.     Educational  and  Industrial  Drawing- 

Thompson,  L.  8.     Manual  Training.     3  parts.     Heath,  1888. 

Walker,  Louise.     Varied  Occuptions.     London :  Nelson.     2s  6d. 

Walker,  Louise.  Varied  Occupations  in  String  Work.  (Illus\ 
Macuiillan,  189}.  Pp.254.  §1.25.  Comprises  work  in  knot- 
ting, netting,  looping,  plaiting  and  macrame'  The  ideas 
offered  are  good,  but  much  of  the  work  is  too  difficult  for  the 
public  school. 

Walker,  Louise.  Varied  Occupations,  Pretty  Work  for  Little 
Fingers.     London :  Moffatt  &  Paige.     Is. 

Year  Book,  Council  of  Supervisors  of  tlie  Manual  Arts.  James 
P.  Haney,  President.     New  York  City,  1901.     Pp.80.     $2.00. 

CONTENTS : 

Bailey,  Henry  T.     Principles  of  Constructive  Design. 

Batchelder,  Ernest  A.  A  System  of  Color  and  Its  Applica- 
tions to  School  Work. 

Burnham,  Frederic  L.     Single  Handed  Supervision. 

Dilloway,  Theodore  M.  Tlie  Relation  of  Art  Education  to 
the  Pupils'  Needs. 

Edwards,  William  J.  Venetian  Iron  Work  for  Elementary 
Schools. 

Hall,  James.    Tlie  Supervisor  as  an  Influence  of  Public  Taste. 

Hanay,  James  P.     The  Manual  Arts  in  Elementary  Schools. 

Shinn,  Victor  I.  The  Psychologists  on  the  Teaching  of  the 
Manual  Arts. 
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Whitney,  Charles  F.  Normal  Preparation  in  Manual  Arts 
for  the  Grade  Teacher.  As  the  titles  indicate,  these 
articles  deal  in  a  speciflc  and  practical  manner  with 
some  of  the  most  vital  questions  confronting  the  manual 
arts  teacher.     They  are  full  of  valuable  suggestions. 
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HOME  SCIENCE— DOMESTIC 
ECONOMY. 


SEWING. 

Abbott,  E.  T.  Sewing  in  the  Primary  Grades.  Primary  Educa- 
tion.    7:22. 

Alford,  M,  M.     Needlework  as  an  Art.     London:     Low,  1886. 

AUyn,  Robert.  Domestic  Se\\'ing.  Proceedings  N.  E.  A  ,  1891. 
P.  375. 

Baker,  Harriet.  High  School  Needlework  and  Cutting  out 
Manual.     London:     Griffith,   1886.     Is. 

Banner,  Bertha.  Household  Sewing  with  Home  Dressmaking. 
Longmans,  1898.     Pp.  157.     90c. 

Beeton,  I.  M.  Book  of  Needlework.  Loudon:  Ward,  1881- 
Pp.  584. 

Brielzke  and  Rooper,  Plain  Needlework  and  Knitting.  London : 
Sonnenschein,  1885.     Pp.  168. 

Broughton,  Mrs.  J.  Practical  Dressmaking  for  Students  and 
Technical  Classes.  London:  Macmillan,  1897.  Pp.  190. 
3s  6d. 

Carlisle,  E.  M.  F.  A  Practical  Method  of  Dress  Cutting.  Lon- 
don:    Sonnenschein,  1899.     Pp.  100. 

Carlisle,  E.  M.  F.  Simple  Cutting  Out  for  House  and  School 
Use.     London:     Hatchard,  1886-7.     2  parts.     2s. 

Caulfield  and  Saward.  Dictionary  of  Needlework.  London. 
Gill,  1885.     Pp   528. 

Church.  E.  R.     The  Home  Needle.     Appleton,  1882.     Pp.  128. 

Clark,  Ida  H.  Sewing  as  Related  to  Manual  Training.  Proceed- 
ings E.  M.  T.  A.,  1900      P.  73. 

Davis,  J.  E.  Elements  of  Modei'n  Dressmaking.  New  York. 
Cassell.     Pp.  193. 

Day,  L.  F.     Art  in  Needlework.     Scribners.  1900.     Pp.  262. 
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Discussion.  Can  the  Teaching  of  Needlework  in  Girls' Schools 
be  Advocated  on  Pedagogic  and  Sanitary  Grounds?  Pro- 
ceedings N.  E.  A.,  1887.     P.  545. 

Fancy  and  Practical  Crocliet  Work.     Butterick  Pub.  Co.     50c. 

Frncy  and  Practical  Knitting.     Butterick  Pub.  Co.     50c. 

Foster,  K.  Mc.     Elementary  Needlework.    Prang,  1896.    Pp.  138. 

Foster,  K.  Mc.     Needlework  in  Schools.     Education,  17:536. 

Goi'main,  V.  J.  On  the  Teaching  of  Domestic  Economy  and 
Needlework.  International  Conference  on  Education,  2;334 
London:  Clewes,  1884. 

Glaister,  Elizabeth.  Needlework.  Macmillau,  1^80.  Pp.  134. 
2s  6d. 

Grand'homme,  Mdlle.  E.  Cutting  Out  and  Dress  Making, 
(nius.)    Is. 

Greenfell,  Mrs.  Henry.  Dressmaking.  A  Technical  Manual  for 
Teachers.  (IHu-s. )  Is.  An  excellent  book  and  valuable  to 
the  teacher. 

Hale,  L.  P.  (Editor.)    Art  Needlework.     Tilton,  1879.     5  parts. 

Handbook  for  Sewing  Teachers.     Whittaker,  1893.     Pp.  128. 

Hapgood,  O.  C.     Educational  Sewing  Squares.    Ginn.    85c  each. 

Hapgood,  O.  C.  School  Needlework.  Ginn,  1893.  Pp.  244. 
Teachers'  Edition,  75c.     School  Edition,  pp.  162,  50c. 

Hawkins,  Thos.     Dress  Cutting  Made  Easy.     5s.     Directions.    Is 

Johnson,  C.  F.  Progressive  Le.ssons  in  Needlework.  Heath. 
1893.  Pp.132.  60c.  An  illustrated  text  book  giving  courses 
for  six  years  in  sewing.  The  system  is  the  result  of  years 
of  study  of  the  subject  and  of  practical  application  of  the 
methods  in  the  schools  of  Brookline,  Mass.  The  lessons  are 
well  thought  out,  are  practical,  and  for  the  most  part  are 
sufficiently  elementary.  The  series  of  questions  and  an- 
swers, if  properly  used,  will  prove  valuable. 

Jones,  Emily  G.  A  Manual  of  Plain  Needlework  and  Cutting 
Out.     London:     Longman.s,  1890.     Pp.  127.     $1.00. 

Jones,  Emily  G.  How  to  Teach  Plain  Needlework.  London: 
Hughes.     1882.    9d. 

Jones,  Emily  G.  Self  Teaching  Needlework  Manuals.  London : 
Longmans,  1889.     Pp.  75.     30c,  or  separately  in  5  sets. 

Kirkwood,  L.  J.  Illustrated  Sewing  Primer.  American  Book 
Company,  1887.     Pp.  73.     30c. 
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Lefe'bure,  Ernest.  Embroidery  aud  Lace.  T.,on(lon:  Grevcl, 
1899.     Pp.  326. 

Lock  wood  and  Glaister.  Art  Embroidery.  Scribner's,  1878. 
Pj).  89,  and  19  plates, 

Lundiu.  Mrs.  H.  Needlework  iu  tbe  Public  Schools  of  Stock- 
holm.    Proceedings  N.  E.  A.,  1893.     P.  911. 

Merrifield,  Mrs.  M.  P.  Female  Costume  or  Dress  as  a  Fine  Art. 
French,  1854.    40c. 

New  York  Association  of  Sewing  Schools,  Literature  Comm. 
Bibliography  of  the  Teaching  of  Sewing.  1899. 

Patterson,  Jessie.  Suggestions  for  Sewing  Scliools.  N.  Y.  Ass"n. 
of  Sewing  Schools,  1893.     5c. 

Patterson,    Jessie.       Teaching    of    Sewing.      Outlook,     55:794. 

Patterson,  Jessie.  The  N.  Y.  Ass'n.  of  Sewing  Schools.  Manual 
Training  Magazine,  1:142. 

Palliser,  F.  B.  History  of  Lace.  London:  Sampson,  1869.  Pp. 
433,  and  17  plates. 

Patton,  Frances.  Home  and  School  Sewing.  New  York:  New- 
son,  1901.     Pp.  234. 

Rosevear,  Elizabeth.  A  Text  Book  of  Needlework,  Knitting  and 
Cutting  out.  London:  Macmillan.  1893.  Pp.  460.  Gives 
methods  of  teaching  and  original  illustrations  and  sectional 
diagrams. 

Rosevear,  Elizabeth.  Manual  of  Needlework,  Knitting  and 
Cutting  Out.     Bardeen,  1893.     Pp   148.     60c. 

Rosevear,  Elizabeth.     The  same  for  Standard  4.     6s . 

Rosevear,  Elizabeth.     The  same  for  Standard  5.     8s. 

Rosevear,  Elizabeth.     The  same  for  Standard  6,  7  and  Ex.  7.     Is. 

Rosevear,  Elizabeth.     Needlework.     Is. 

Sackett,  H.  S.  The  Value  of  Sewing  in  Manual  Training  High 
Schools.     Proceedings  A.  M.  T.  A.,  1897.     Pp  22. 

Smith,  A.  K.  Needlework  for  Student  Teachers.  City  of  Lon- 
don Book  Depot . 

Smocking.  Fancy  Stitches,  Cross  Stitch  and  Darned  Net  De- 
signs.    Butter ick  Pub.  Co.     loc. 

Stanley,  Miss  K  Needlework  and  Cutting  out.  London:  Stan- 
ford, 1881.     Pp.  200. 

The  Art  of  Crocheting.     Butterick  Pub.  Co.     50c. 

The  Art  of  Garment  Cutting,  Fitting  and  Making.  Butterick 
Pub.  Co.     50c. 
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The  Art  of  Knitting.     Butterick  Pub.  Co,     50c. 

Wakeman  and  Heller.     Scientific  Sewing  and  Garment  Cutting. 

Silver,  1898.     Pp.  158.     50c. 
Wall   Cliarts  for  Instruction    in    Manual     Training    after  the 

Schallenfeld  Method— 

1.  Knitting.     50c. 

2.  Crocheting.     $2.60. 

3.  Sewing.     $2.20. 

Whitaker,  Thos.     Hand  Book  for  Sewing  School  Teachers.   1893. 
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Science  Pub.  Co.,  1897.     Pp.  158.    50c.     A  helpful  book  for 

the  home  or  school. 
Richards,  Ellen  H.     Cost  of  Living.     New  York:    Wiley,   1899. 

Pp.  121. 
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Richards,  Elleu  H.  Manual  Training  for  Girls.  Proceedings 
A,  M.  T.  A.,  1897.     P.  14. 

Richards.  Ellen  H.  The  Dietary  Computer.  New  York ;  Wiley, 
1903.     Pp.  54. 

Richards,  Ellen  H. ,  and  Talbot,  M.  H.  Home  Sanitation.  Home 
Science  Pub.  Co.,  1887.     25c. 

Richman,  Julia.  Public  Schools;  Shall  they  Train  Home  Makers? 
Outlook,  59:1022. 

Rochelean,  W.  F.  Great  American  Industries.  Products  of 
the  Soil.     Flanagan,  1898.     50c. 

Roosevelt,  J.  W.  In  Sickness  and  in  Health.  Appleton,  1896. 
Pp.  971. 

Salmon.  Lucy  M.  Domestic  Service.  Macmillan.  $2.00  A 
careful  analysis  of  the  needs  of  the  home  and  directions 
for  its  management.  A  strong  book  from  the  social  stand- 
I^oint. 

Salmon,  Lucy  M.  Education  in  Housekeeping.  New  England 
Magazine,  10:185. 

Sanitary  Science  Club.  Home  Sanitation.  Home  Science  Pub. 
Co.     Pp.  80. 

Sedgwick,  W.  T.  Principles  of  Sanitary  Science  and  Public 
Health.     Macmillan,  1902.     Pp.  362. 

Seely,  Mrs.  L.  Cook  Book,  with  Chapters  on  Domestic  Servants: 
Their  Rights  and  Duties.  (Illus  )  Macmillan,  1891.  $2.00. 
A  book  useful  to  housekeepers  and  servants  alike,  dealing 
with  the  many  problems  and  questions  likely  to  ariss  between 
the  two  parties.  The  manual  of  Cookery  gives  many  menues 
and  dishes  not  dealt  with  in  most  of  the  books. 

Special  Reports  on  Educational  Subjects.  London:  Eyre  & 
Spottiswoode.  3  vols.  1896-98.  Vol.  I.  Domestic  Econ- 
omy Teaching  in  England.  Mrs.  Pillow.  Technical  Elu- 
cation  for  Girls.  A.  J.  Cooper.  The  Housewifery  Schools 
and  Classes  of  Belgium.     Block  and  Brackenbury. 

Springsteed,  A.  F.  Expert  Waitress;  Manual  of  the  Pantry, 
Kitchen  and  Dining  Room.     Harper,  1894.     Pp.131.     $1.00. 

Tebbits,  H.  S.  The  Progress  and  Aims  of  Domestic  Science  in 
Chicago.     Manual  Training  Magazine,  2:138. 

Tegetmeier,  W.  B.     Household  Management  and  Cookery.     Is. 

The  Chocolate  Plant.  Walter  Baker  &  Co,  Reliable  informa- 
tion given. 


80  BIBLIOGRAPHY   OF   MANUAL   ARTS. 

The  Dining  Room  and  its  Appointments.    Bntterick  Pub.  Co    2.jc. 

Tlie  Home.     Bntterick  Pub.  Co.     25c. 

Tlie  Perfect  Ai"t  of  Canning  and  Preserving.     Bntterick  Pub. 

Co.     15c. 
Thompson,  W.  G.     Practical  Dietetics.     Appleton,   181)5.     $5  00. 
Tr;  cy,  P.  S.     Handbook  of  Sanitary  Information  for  Houseliold- 

ers      Appleton,  1895.     Pp.  110.     50c. 
Stevoason,  S.  H.     Boys  and  Girls  in  Biology.     Appleton. 
Stoker,  G.  A.     A  New  Feature  in  Manual  Training.     Pedagogical 

Seminary,  5:283. 
U.  S.  Experiment  Station,  Washington,  D.  C. ,  1896.     5e.    each. 

Bulletin  No.  29.     Dietaiy  studies  at  tlie   University  of    Ten- 
nessee.    Wait,  C.  E. 

Bulletin  No.  31.     Dietary  Studies  at  Purdue  Universit}^ 

1895.     Calvert,  G.  S. ,  and  May,  D.  W. 
Bulletin,  No.  33.     Dietaiy  Studies  at  Piu-due  University, 
1895.     Stone,  W.  E.     The  bulletins  are  reliable. 
Vrooman,  G.    Manual  Training  and  the  Problem  of  Domestic 

Science.     Arena,  14:308. 
Waring,    G.    E.,  jr.     How  to  Drain  a  Hou.se.     Van   Nostrand, 

1896.     $1.25. 
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TITLES  IN  FOREIGN  LANGUAGES. 


AUSTRIA. 


Bericlit  zur  Feierdes  25  Jllhrigeu  Bestehens  der  Kaiserlich-Kon- 
iglichen  Mechauisch-Technischen  Lehrwerkstiitte  In  Klag- 
enfurt,  1861-1886. 

Bruhns,  Alios.  Die  Schiilwerkstatte  in  Hirer  Verbindung 
niit  deiuTheoretischenUnterriclite.  Vienna:  Holder,  1895. 
Pp .  69  and  32  plates. 

Eckardt.    Arbeit  als  Erzielmngsuiittel.     Vienna,  1875. 

Boebachtungen  uber  die  Fortschritte  auf  dem  Gebiete  der 
Frauenarbeit,  Etc.  Budapesth,  1874.  An  account  of 
women's  work  at  the  Vienna  World's  Fair. 

Furstedler,  Leopold.  Industrie  und  des  Gewerblichen  Unter- 
richts.     Vienna,  1868. 

Gelbe,  Theodoi-.  Papp  und  Feinere  Holzarbiten  im  Handfertig- 
kei  tsunterrichte.     Vienna,  1892. 

Gock,  K.  Gew-erbliche  Fortbildungsschulen  in  Deutschlaud. 
Belgien,  und  der  Scliweiz.     Vienna,  1883. 

Kaiserlich-Konigliches  Technologisches  Gewerbe  -  Museum  in 
Wien,  1879-1889.  Vienna,  1890.  An  instructive  historical 
sketch  of  the  foundation  and  development  of  this  notable 
museum.  The  institvition,  whicli  is  one  of  the  best  equipped 
in  all  Europe,  owes  its  existence  to  the  Industrial  Society  of 
Lower  Austria,  whose  semi-centennial  anniversary  was  cele- 
brated and  commemorated  by  the  publication  of  this  ac- 
count. 

Petzel,  R.    Haudfertigkeitsunterricht  im  Norden.    Vienna,  1891. 

Programme  der  Versuchsanstalt  fiir  Elektrotechnik.  A  branch 
of  the  Techniological  Museum  at  Vienna. 

Programme  SiimmtUcher  Special-Lehrcurse  am  Technologischen 
Gewerbe-Musevim  in  "VVein. 

Richter,  K.  T.  Kunstgewerbe :  die  Gewerbe- und  Kvmstgewer- 
beschulen.     Vienna,  1869. 
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Rissmann  Dr.  Bedeutung  der  Arbeitsscliule  fur  Schulerziehung. 
Vienna,  1881. 

Romer,  Dr.  Nationale  Hausindustrie  auf  der  Wiener  Weltaus- 
tellung. 

Sammlung  von  Modellen.  A  list  of  tlie  models  belonging  to  the 
Innsbruck  Industrial  School.  Especially  designed  for  use  in 
furniture  ornamentation. 

Schwab,  Dr.  E.  Schulgarten,  Der.  Vienna,  1870.  An  epoch 
making  book.  In  it  tlie  author  proposed  to  open  school 
gardens  with  vegetable  beds,  orchards,  experimental  fields, 
play -grounds,  etc.,  for  children.  Tlie  seed  fell  on  good 
ground;  for,  says  Herr  Endris,  "By  the  end  of  the  year 
1870,  one  could  count  hundreds  of  school  gardens  in  Austria 
laid  out  in  accordance  with  this  jilan." 

Schwab,  Dr  E.  Arbeitsscliule  als  OrganLscher  Bestandteil  der 
Volksschule.     Vienna,  1873. 

Special-Lehrcurse  iiiit  Abend-und  Sonntags-Unterricht. 

Statistik  des  Unterrichtswesens  der  Hauptstadt.  Budapesth,  1888- 
'89. 

Statistisches  Handbucli  der  Kdniglichen  Hauptstadt.  Prag, 
1887-88. 

Ueber-Schulwerkstatten.     Vienna,  1874. 

Von  Edelberg.  Eitelberger-Ueber  Zeichenunten-icht,  Kunstge- 
werbliche  Faclischulen  und  die  Arbeitsscliule  und  die  Volks- 
schule    Vienna,  1883. 

Von  Weigelsperg.  Gewerblicher  Unterricht  im  Konigreiche  Bel- 
gien.     Vienna,  1874. 
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BELGIUM. 

Administration  De  L'Enseignement  Primaire.  Programme  cle 
I'enseignement  a'donner  daus  les  'Ecoles  Normales  et  les 
Sections  Normales  Primaircs  de  I'dtat.  Bruges,  1885.  A 
detailed  statement  of  the  system  of  primary  education  in 
Belgium.  Among  obligatory  branches  are  needlework,  agri- 
culture and  drawing. 

Annuaire  Statistique  de  la  Belgique,  1889. 

Annuaire  Statistique  de  la  Belgique,  1890. 

Association  pour  I'Euseignement  Professionnel  des  Femmes: 
Histoire  et  organisation.     Brussels,  1884. 

Association  pour  I'Enseignement  Professionnel  des  Femmes: 
Vingt-cinquieme  anniversaire,  1865-90.     Brussels,  1890. 

Boogaerts,  J.  Exercices  Methodiques  de  Travaux  Manuels. 
Brussels. 

Bertiaux,  H.  Enseignement  Special  en  Belgique.  I.  L'Enseigne- 
ment Professionnel.  Brussels,  1892.  An  account  of  all  the 
institutions  of  learning  that  exist  in  Belgivim  is  proposed  by 
the  author.  In  this  volume  he  confines  himself  to  schools 
of  technical  education.  Special  or  technical  education,  he 
says,  iuchides  three  great  divisions,  viz  :  Industrial  Educa- 
tion, Professional  Education  of  boys  and  girls,  and  schools  of 
Domestic  Science. 

Catalogue  Detaille  de  I'Exposition  Officielle  L'Enseignement 
Primaire.     Brussels,  1884. 

de  Ridder,  M.  Enseignement  Professionnel  dans  ses  Rapports 
avec  I'Enseignement  Primaire  en  Belgique,  1883. 

De  Vaux.     Enseignement  Superieur,  1852. 

de  Vuyst,  Paul.  Enseignement  Agricole  aux  Jeunes  Filles. 
Brussels,  1891.  A  history  of  the  organization  of  the  Belgian 
system  of  education  for  farmers'  daughters. 
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Gauthy,  Eugene.  Influence  de  L'Enseignement  sur  la  Pros- 
peritd  Industrielle  et  Commerciale,  1860. 

Germain,  A.  J.  Enseignemeut  des  Travaux  du  Menage  dans 
les  Ecoles  Primaires  de  Filles  et  les  Ecoles  Normales  d'ln- 
stituti'ices.  Brussels,  1887.  Sets  forth  the  state  of  education 
for  housekeeping  in  Austria,  Belgium,  England,  France, 
Germany,  Switzerland  and  United  States.  Gives  plans  of 
instruction  pursued  for  teaching  the  arts  of  cooking,  sewing, 
domestic  hygiene  and  household  economics. 

Manuel  des  Sciences  Commerciales. 

Notice  Sur  Les  Institutions  et  Services  des  Establis.sements  Cook- 
erill.     Liege,  1889. 

Programme  de  L'Enseignement  A'Donner  Dans  les  Ecoles 
Primaires  Commerciales.     Ostend,  1S88. 

Rapport  Sur  La  Situation  De  L'Enseignement  Industriel  et  Pro- 
fessionnel  en  Bslgique.  Presente  Aix  Chambres  Legisla- 
tives.    Brussels,  1886. 

Revue  Universitaire.  Brussels;  Monthly;  March,  1891  to  1892, 
inclusive. 

Stepman  et  Calozet.     Modelage  Scolaire.     Brussels:    1891. 

Troisieme  Bulletin  De  La  Socit'te  Nationale  De  Travail  Manuel. 
Congrcs  Internationel  de  Brussels:  Aug.  30  and  31,  1891.  A 
report  of  the  proceedings  and  discussions  at  the  Brussels 
Congress.  The  years  1878  to  1883  are  referred  to  as  "The 
period  of  purely  theoretical  discussion  of  Manual  Training; 
from  1882  to  1885  as  the  period  of  growling;  from  1885  to 
1887  as  the  period  of  practical  experiment."  "Now,"  he 
observes,    "we  possess  a  true  system  of  Manual  Training." 

van  Kalken,  Prof.  Enseignement  des  Travaux  Manuels  pour 
Garcons.     Brussels:     1883. 

Vachon,  M.  Rapports  Sur  Les  Musdes  et  Les  E'coles  D'Art  In- 
dustriel en  Belgique  et  HoUande.     Paris:     1888. 
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DENMARK. 

Mikkelsen,     Aksel.        Dansk    Slojdforenings    Modeltegninger 
Kobenhavn:     Second  iidgave. 


FRANCE. 

Annuaire  de  I'lnstruction  Publique,  des  Cultes  et  des  Beaux 
Arts.     Paris,  1888. 

Annuaire  Statistique  de  la  France.     1890. 

Annuaire  Statistique  de  la  Ville  de  Paris,  1886. 

Bertrand,  Toussaint  et  Gombert.  Le  Travail  Manuel  Et  Dans  La 
Famille.  Paris,  Laciene.  Pp  200.  1890.  Treats  of  folding, 
weaving,  paper  and  pasteboard  cutting,  braiding  of  threads, 
straws,  etc.,  cutting  out  of  patterns,  basket  weaving,  iron 
and  wood  work,  and  clay  modeling.  Special  attention  to 
the  last  named  branch.     Directions  are  explicit.     (lUus.) 

Bradenne,  Victor.     Travail  Manuel.     Paris,  1887. 

Chalamet,  R.  El  Premiere  Ann('e  D'Economie  Domestique. 
Pans. 

Cocheris,  P.  W.  Pedagogie  des  Travaux  a  L' Aiguille.  Paris, 
Delagrave,  1882.     Pp.  283. 

Coquelin,  M.  Necessaire  de  Travail  Manuel.  Paris,  Larousse. 
Pp  46. 

Carbon,  A.     Enseignement  Professionnel.     Paris. 

Cours  D'Enseignement  Commercial  (Classes  Du  Soir)  Institutes 
Dans  I.es  Ecoles  Communales  De  La  Ville  De  Paris,  1890. 

Dauzat  et  Deramond.  Les  Travaux  Manuels  a  TEcole  Primaire. 
Paris,  Picard.     Pp   144. 
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Daujat  et  Dumout.     Cours  Normal  des  Travanx  Manuels.    Paris; 

Larousse.     Pp.  320. 
D'Ocagne,  Mortimer.     Grandes  Ecoles  De  France,   Les.     Paris, 

1887. 
Dumont  et  Phillipon.     Guide  Pratique   des  Travaux   Manuels . 

Paris:     Larousse.     Pp.   219. 
DeResbufj,  E,     Code  De  L'Enseignement  Primaire.     Paris,  1887. 
Ecoles  D'Ensoignement  Primaire  Sapt'-rieur.     Histori((ue  et  Lf'-g- 

islation.     Paris,  l!?8G.  ^ 

Ecoles  Manuelles  D'Apprentissage    et  Ecoles    Professionnelles. 

Paris,  1887, 
Enseignement  De  L' Agriculture.     Paris,  1887. 
En.seignement  Primaire  Paris,  188G.     Resume  of  discussions  rel- 
ative to  manual  training  and  reorganization  of  the  school 

system  of  France  in   the   French   Senate  and   Chamber  of 

Deputies. 
Faivre,    Emile.       Enseignement     du    Travail    Manuel.       Paris: 

Hachette.  1887.     Pp.  115. 
Greard,  M.     Enseignement  Primaire  A  Paris,  De   1807   A 1877. 
Greard,  M.     Memoire  8ur  Les  Ecoles  D'Ajiprentis,     1871. 
Guettier,  A.     Historie  Des  Ecoles  Impt'riales  D'Arts  et  Metiers. 

Liancourt,      Compic'gne,      Beauprc'au,      Chalons,      Augers, 

Aix,     1865. 
Instruction  Spuciale  sur  L'Enseignement  du,Dessin.     Paris, 
jnstruction  Speciale  sur  L'Enseignement  du  Travail  Manuel  dans 

les  Ecoles  Normales  d'lnstituteurs  et  les  E'coles     Primaries 

E  l^mentaires  et  Sup6rieures.     Paris:     1880. 
Jully,    M.  A.     Le  Travail  Manuel   4  1' Atelier   Ecolaire.     Paris: 

Belin,  1894.     Pp.  284. 
Jully,    M.    A.     Lecons  Technique  a  I'Atelier  Scolaire.      Paris: 

Belin,  1894.     Pp.  104. 
Jully   et    Rocherou.     Le    Travail    Manuel    u  I'Ecole    Primaire. 

"Classes  sans  ateliers."     Paris:     Belia,  1891.     Pp.  2v)2. 
Laubier  et  Bougueret.     Ls  Travail  Manuel  a  I'Ecole  de  la  Rue 

Touruefort.     Paris:     Hachette,  188S.    Pp.  39,  and  19  plates 
Leblanc,   Ren6       L'Enseignement    Manuel.      Paris:      Larousse, 

Pp.  224. 
Lyonnet,  Henri.     Travail  Manuel.     Illustrated.     Paris:   Baudry, 

18.S9.     Pp.  100. 
Martin,    P.    M.     Cours   de  Travail   Manuel.     Paris:    Colin.  1894. 

2  Vols.     Pp.  206  and  286. 


TITLES  IN    FOREIGN   LANGUAGES.  87 

Martin,  P.M.  Cours  Normal  De  Travail  Manuel.  Paris:  1898.  212. 

Marchef,  Girard,  Mile.  Cours  D'Economie  Domestique.  Paris: 
Designed  for  use  in  advanced  primary  and  normal  schools 
and  colleges. 

Poulot,  Denis.  Method  de  Enseignement  Manuel,  Paris: 
Monrocq,  1889.     Pp.  425. 

Professions  et  Metiers:  Guide  pratique  pour  le  choix  d'une  car- 
rit^re  a  I'usage  des  families  et  de  la  jeunesse.  Paris.  This 
work  is  projected  on  a  most  liberal  scale,  constituting  a 
complete  treatise  on  the  professions,  manual,  industrial  and 
commercial.  The  treatise  is  issued  under  the  supervision  of 
M.  Paul  Jacquemart.     Published  in  parts. 

Salicis,  G.  A.  Enseignement  du  Travail  Manuel.  (In  Musee 
Pedagogique.  Memoires  et  Documents  scolaires.  Fascicule 
No.  33.     Paris:  Imprimerie  Nationale,  1889.) 

Salicis,  G.  A.  Enseignement  Primaire  et  Apprentissage.  Paris. 
1878. 

Salicis,  et  Jost,  G.  Ensignement  Manuel  et  Professionnel  en 
Allemagne.     Paris,  1887. 

Schefer,  Mme.  G.  Methode  de  Coupe  et  d'Assemblage  pour 
Robes  de  Femmes,  Vetements  d'Enfants,  etc.  1891.  Used 
in  the  Paris  schools. 

Schefer  et  Amis,  Sophie.  Travaux  Manuels  et  Economie  Do- 
mestique. 1889.  Used  as  a  text  book  in  primary  and  normal 
schools. 

Sohmitt,  E.  La  Pedagogie  du  Travail  Manuel.  Paris:  Picard. 
Pp.  160. 

Simon,  Jules.     Ecole,  L'Paris,  1886. 

Societe  pour  L'Enseignement  Professionnel  des  Femmes.  (Ecoles 
Elisa  Lemonnier. )     1891. 

Statistique  de  L'Enseignement  Primaire.  ^  Paris. 

Tolain,  H.  Rapport  sur  la  Creation  d'Ecoles  d' Apprentissage. 
Paris,  1883. 

Trois  Ecoles  Nationales  Professionnelles,  les.     Paris,  1888, 

Van  der  Corpet.     Organisation    des   Ecoles  Pratiques  Profes- 
sionnelles en  Allemagne  en  Suede  et  en  Russie,  etc.     Paris, 
■    1886. 

Wirth,  Mile.  Ernestine,     Future  Menagfere,  La.     Paris. 

These  are  splendid  lectures  on  domestic  economy,  house- 
hold science,  hygiene,  etc. ,  for  school  use. 
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GERMANY. 

Acliter  Jahresbericlit  uber  die    Berliner    Fortbildungsschulen 

1890-91. 
Afer,  Herr.  Nervasitiit  und  Madciienerziebung  in  Scbule  und 
Hans.  Weisbaden:  J.  F.  Bergmann,  1891.  Pp.  106.  A 
valuable  book  on  one  of  tlie  most  perplexing  of  modern 
scbool  problems,  viz.,  tbe  education  of  girls  witliout  im- 
pairment of  health.  The  author,  who  is  connected  with 
the  Girls'  High  School  at  Altenburg,  discusses  in  a  thor- 
oughly practical  way  the  causes  of  nervousness,  the  im- 
portance of  recognizing  its  early  manifestations,  the  in- 
fluence of  study,  the  effects  of  examinations,  of  manual 
training,  and  of  housework;  gives  advice  concerning  holi- 
days, Sundays,  private  reading,  piano  playing,  the  duration 
of  the  school  period,  misuse  of  sc-liooling,  the  supervision  of 
schools  and  scliool  sy.stems  by  joint  committees  of  teachers 
and  pliysicians,  etc. 

Aus  der  Lehrerbildug.sanstalt  des  Deutschen  Vereins  fur  Knaben- 
handarbeit.  Leipzig.  A  series  of  practical  lectures  on  man- 
ual exercises  in  metal  work  for  pupils  and  teachers,  with  a 
report  concerning  tlie  teachers'  scliool  wor.skshop  in  1891. 

Barth  and  Niederly.  Deutschen  Knaben  Handwerksbuch,  Des 
1879. 

Barth  and  Niederly.  Kindes  Erstes  Beschaftigunsbuch,  Des. 
Leipzig,  1880. 

Barth  and  Niederly.  Schulwerkstatt,  Die.  Leipzig,  1883.  A 
guide  for  the  introduction  of  technical  exercises  into  the 
school.     Illustrated. 

Baumer,  Prof.  Bedeutung  des  Kunstgewerblichen  Unterrichts 
fur  Wurttemberg.     Stuttgart,  1870, 

Bergmuster,  Joseph  M.  Die  Vorziiglichsten  Beschjiftigungen 
dos  Dilettanten.     Miinchen,  Mey  und  Wcdmayers. 
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Bericht  uber  die  Thatigkeit  des  Vereins  fur  Knabenhandarbeit 
zu  Dantzig  fur  das  erste  Vereinsjahr,     1889-90. 

Blasclie.  Werkstiltte  der  Kinder.  In  four  parts.  1882.  The 
titles  of  other  works  of  this  author  (translated  into  English) 
are  Tlie  Industrial  Education  of  Youth  and  Youth's  Techno- 
logical Friend,  1804  New  Patterns  of  Pasteboard  Work, 
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Elm,  Hugo.  Laubsilgearbeiter,  Der.  Leipzig.  An  illustrated 
introduction  to  the  practice  of  fret-sawing. 

Elm,  Hugo.  Papparbeiter,  Der.  An  illustrated  guide  for  mak 
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doll  houses,  etc. 

Kmsmann  and  Dammer.  Deutschen  Knaben  Experiment  Buch, 
Des.     Leipzig,  1881. 
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Finckh,  F.  L.     Uber  Gewerbeschulen  imd  ihre  Eimichtung  in 

Wurttemberg.     Stuttgart,  IS'39. 
Fink,   F.     Handwerkerschulen,   dii    Landesbaugerwerkschulen 

und  die  Kunstgewerbeschulen  im  Gross- HerzogthiirQ  Hessen. 

A  history  of  the  development  of  the  artisan  s  -hools,  the  farm 

work  school  and  the  schools  of  industrial  art  in  the  grand 
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ground  of  its  educational  usefulness,  not  for  an  industrial 

end. 
Fiillgraf,  C  und  Wackeron,  J.     Der  Kerbschnitt  Lebrgang  und 
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Genauck,  Carl.    Gewerblicher  Unterricht  in  Wurttemberg,  1882. 
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temberg  at  the  above  date  is  fully  defined  in  this  work. 
Georgeus,  Dr.     Bilderwerkstatt.     (Manual  practice  for  youtli, 

the  school,  the  homo.)     1857. 
Gorner,    Gustav.       Handfertigkeitsunterriclit  in   der    Blinden- 
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Gotze,    Waldemar.       Arbeitsujiterricht    in    Auslande    und    in 
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Gotze,    Waldemar,        Handfertigkeitsvorlagen     der     Leipziger 
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Gotze,    Waldemar.      Schulhandfertigkeit,     Leipzig:     Hinrichs, 

1891,     Pp.  83. 
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Gera. 

Gninow,  TI.     Gewerbliche  Fortbildungsschulen.     Weimar,  1867. 

Handarbeitsunterriclit  an  den  stiidtischen  Volksschtden.   Stras- 
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Hauschmann.     Handarbeit  in  der  Knabenschule.     1876. 
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Diiren,  1890. 
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schulen    mit    besonderer  Riicksicht  auf    Heilbronn.     Heil- 
bronn,  1834. 
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Gewerblichen  Fachschulen  und  der  Fortbildungsschulen  in 
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Preussen  Wahrend  der  Jalire.     1879  bis  1890.     Berlin,  1891. 

Pp.  318.     Recites  the  history  of  52  trade  and  continuation 

schools  of  Prussia. 
Melcliior,  Carl.     Gewerbeschulwesen,  Das. 
Meyer,  J.  B.     Fortbildungsschule  in  Unserer  Zeit,  Die.     Berlin 

1873. 

Meyer,  J.  B.    Geschichtliche  Entwickelung  des  Handfertigkeits 
Unterrichts. 

Meyer,  J.  B.    Handfertigkeitsunterriclit  und  die  Schule.    Berlin, 

1881. 

Morgenstern,    Lina.     Menschliche  Ernjihrung  und  die  Kultur- 

historiche  Entwicklung  der  Kochkun.st.     Berlin,  1883. 
Morgenstern,  Lina.     Studien  zur  Hauswirthschaft.     Berlin. 
Muller,  H.  P.,  und  FUllgraf,  C.     Hobelbankarbeiten  fiir  Knaben 

und  Erwachsene:    ein  Lehrgang  fur  Schiiler  Werkstatten. 
Nagel,  R.   Gewerbliche  Fortbildungsscliulen  Deutschlands.    Eise- 
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Nebenius,  C.  F.    Ueber  Technischelehranstalten  in  iiireni  Zusam- 

menhang  mit    Gesamniten    Unterriclitswesen.      Carlsruhe, 
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Ortleb.     Musterbuch  fUr  Kuustarbeiten.     Leipzig. 
Petzel,  Rudolf.     Handfertigkeits-Unterricht. 
Pietsch,  T.  H.     Seele  und  Hand. 
Program  der  Koniglichen  Fachschule  zu  Iserlohn-metal-Indus- 

trie.     Iserlohn:  J.  Baedeker,  1882.    P.  20. 
Rauscher.     Handfertigkeits-Unterricht. 
Raydt,  H      Arbeitsschulen  und  Hausfleissverein,  1879. 
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Raydt,  H.    Mehr  Erziehung  fur  die  Deutsche  Jugend.     C.  Mantz. 

Hanover- Linden,  1890. 
Rebe,  Maria.     Haushaltungskunde  in  der  Dorfschule  und  ihre 

Stellung  zu  dem  Unterricht  in  den    Weiblichen   Handar- 

beiten.     Gotha. 
Reiniger.   Rector       Frauen  Arbeitsschule  in  Reutlingen,    Die. 

ReutUngen,  1881. 
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Gotha,  1882. 
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Roth,  Clara.     Anleitung  zur  Kerbschnitzerei  (lUus. )     Leipzig: 

E.  A.  Seemann,  1890.    Pf .  50. 
Roth,  Clara.     Neue  Kerbschnittmuster.     Tatel,  M  1:10. 
Rucklin,  Fi*.     Volksgewerbschule.     Leipzig,  1888. 
Salomon,  Otto.    Kurze  Anweisung  im  Linearzeichnen  fiir  Volks- 

und  Arbeits-Schulen.     Goteburg,  1876. 
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Salzmann,  Krebsbiichlein. 

S.ilzmann,  Noch  etwas  uber  Erziehuug.     Leipzig. 
Schallenfeld,  Agnes.     Handarbeitsunterricht.     Frankfort,.  1861. 
Schallenfeld,  Agnes.     Praktische  Anweisung  zur  Erteilung  des 

Handarbeitsunterrichts  nach  der  Methode  von  Agnes  Schal- 
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Schallenfeld,  Rosalie  and  Agnes.     Der  Handarbeitsunterricht  in 
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Schappi,  J.     Reform  der  Volksschule. 
Schmiedel,    Max.     Junge  Kerbschnitzer  Der:    Musterbuch   fiir 
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Schwab,  Erasraiis.     Arbeitsschule  lis  Organischer  Bestandtheil 

der  Volksschule. 
Schulze,  F.  G.     Arbeits  Frage,  Die.     Jena,  1819. 
Sonntag,  T.  H.     Baricht  uber  deu  Stand  und  die  Ausbreitung 

des  Ax'beitsunterrichts  in  Deutschland.     Leipzig,  1889. 
Springer,    Dr.    Wilhelm.     Der  Knaben  Haudarbeits-unterricht 

im  Anschlusse  an  den  Zaichen-und  Raumlehreunterricht  dar 

Schule.     Breslau.     Ferdinand  Hirt. 
Statistik  des  Unterrichts-und  Ei'ziehungswesens  in  KOnigreich. 

Wurttemberg,  1889-90. 
Tobisch,  Ed.     Kleingewerbe  und   der  Gewerbliche  Unterricht. 

Reichenberg,  1872. 
Taylor,  A.    Industrie  und  Schule.     Stuttgart,  1865. 
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Urban,  Josef.  Die  Knaben  Handarbeit,  inethodisch  Geordnete 
Vorlagen  Sammelung  zur  Anfertigung  Einfacher  Holzar- 
beiten.     Wien.     Carl  Graeser. 

Urban,  May.  Bauhofer  and  Kreibicli.  Handarbeits-Unterricht 
f  iir  die  Mannliclie  Jugend. 

Verwaltuugsbericht  des  Rathes  der  KOniglichen  Haupt  uii.i 
Residenzstadt  Dresden  f  iir  das  Jalir,  1890.     Dresden,  1892. 

Vierter  Jaliresbericht  des  Hauptvereins  fur  Knaben-Handarlieit 
zu  Berlin,  1890  91. 

Vischer,  L,  Industrielle  Entwicklung  im  Konigreick  Wurtteni- 
berg,  etc.     Stuttgart,  1875. 

von  Schenckendorff,  E.  Arheits-Unterricht  auf  dem  Lande. 
Gorlitz,  1891.  The  question  is  treated  as  follows:  (1.) 
What  do  tiie  promoters  of  manual  training  seek?  (2  ) 
Manual  instruction  in  the  country.  (3. )  A  further  reform 
of  the  country  school.  (4.)  Distribution  of  the  cost  of 
manual  instruction.  To  check  the  congestion  of  the  cities, 
to  stay  tbe  depopulation  of  the  country  regions  and  prevent 
this  acute  disease  of  the  time^  which  is  becoming  more  and 
more  a  public  calamity,  the  author  sees  in  manual  training 
the  cure.  "  Agriculture,"  lie  says,  "is  tlie  most  extensive 
industry  in  tlie  country,  so  highly  developed  and  extended 
as  to  outweigh  all  other  interests."  Hence  he  pleads  for 
such  schools  in  the  country  as  will  educate  boys  to  become 
farmers. 

von  Schenckendorff,  E.  Praktischer  Unterricht:  eine  Forde- 
rung  des  Lebens  an  die  Schule.     Breslau,  1880. 

von  Schenckendorff,  E.  Schulkonferenz,  und  die  Kunftige 
Gestaltung  des  Holiereu  Schulwesens  vom  Sozialpolitischen 
Standpunkt.     Berlin,  1891. 

von  Schenckendorff,  E.  Ueber  die  Ziele  des  Deutschen  Vereins 
fur  Knabenhandarbeit.     Bielefeld,  1892, 

von  Stirn,  K.  H.  Volksschulwesen  in  WUrttemberg.  Gotha, 
1873. 

VoUers,  G.     Anleitung  zur  Kerbschnitzerei.     Hamburg,  1890. 

Wagjier,  Herman.    lUustriertes  Spielbuch  fur  Knaben.    Leijizig. 

Walleneg.     Laubsiigerei  sowie  die  Einlege-und  Schnitzarbeit. 

Wandvorlagen  des  Konigsberger  Vereins  f  iir  Knaben  Handarbeit. 
Papparbeiten.     Konigsberg:  L  H.  Boris. 
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Wichern.     Ueber  Erziehung  zur  Arbeit,  insbesondere  in  Ans- 

talten.     Hamburg,  1867. 
Wiget.     Kleine  Relief- Arbeiter,  Der.     Zurich,  1881. 
Wigge,  H.,  und  Martin,  P.     Unnatur  der  Modernen  Schule,  Die. 

Berlin:  Robert  Oppenheim,  1889. 
Wilda,  E.     Gewerbe  und  Schule.     Brunn,  1883. 
Wilda,  E.     Wahrnehniungen  und  Gedanken  ueber  Technisches- 

Gewerbliches  Schulwesen.     Leipzig,  1879. 
Wolf.     Ueber  Handfertigkeitsunterricht  und  Hausfleiss.    Wurz- 

burg,  1881. 
Zweiter  Bericht  uber  die  GesammtenUnterrichts-und  Erziehungs- 

Anstalten  im  Konigreiche  Sachsen,  1889. 
Z ,  M.     Frauenarbeitsschu)e  in  Reutlingen,  Die.     Ihre  Ent- 

stchung  und  ihre  Wirksamkeit.     Reutlingen,  1873. 
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Annali  di  Statistica,  Fascicolo  XXX.,  1891. 
Jervis,  G.     Reale  Museo  Industriale  Italiano.     Turin,  1869. 
Notizie  sull  Istituto  Aldini-Veleriani.     Bologua,  1892, 
Reale  Scuola  d'Arti  e  Mestieri  SjDezia.     1887. 
Statistica  dell'  Istruzione  Sacondaria  e  Superiore,     1887. 
Statuti  Organici  della  Pia  Casa  di  Lavoro.     Florence. 
Statute  Organico  della  Scuola  Professionale  Tipografica  in  Mi- 
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Aubeit,  W.     Handarbeit  in  der  Schul^     Christiania,  1874. 
Smith,  J.  G.     Haandarbejderu.     Christiania. 
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SWEDEN. 

Goteborgs  Folks  Kolors  Modellserie  for  Metallslojd.     Goteborg: 

Hugo  Brusewitz,  1891.     K-1  :oO.     Pp.16. 
Goteborgs  Folks    Kolors    Modellserie    for  Trjislojd.     Goteborg: 

Hugo  Brusewitz,  1891.     K-1  50.     Pp.  46. 
Modeller  fran  NiUis  Slojdlarare  Seminarium.    Goteborg:  Baltzer. 

1897.     30  plates. 
Palmgren,  K.  E.     Ecole  Pratique  de  Travail  pour  I'Enfance  et  la 

Jeunesse  a.  Stockholm. 
Palmgren,    K.    E.     Sur   I'lmportance   du   Travail   Manuel    dans 

I'Education.     Stockholm. 
Salomon,    Otto.     SlojdskoV  a      ^h  Folkskolan.     3   parts.     Gote- 
borg, 1380. 
Silow,  Carl,  and  Salmc         .     Kropps,  Stallningar  vid  Svensk 

Pedagogisk    Swickei  .ojd.     (Sloyd   Positions.)     Stockholm: 

Beijers.     1894.     Pp.  32. 
Statistisk  Arsbok  for  Finland.     For  the  years  1889-92. 


98  JUBLIUHKAIMIV   OF   JIAXL'Ah   ARTS. 


SWITZERLAND. 

Beust.  Mt'thode  jjoui"  Enseigner  la  Gc'ographie  i)ar  I'Observa- 
tion  des  Formes  de  la  Terre  sur  les  Lieux  Memes  et  leur  Re- 
production en  Relief.     Zurich,  1875. 

Furrer,  A.  Volkswirthschaft-s-Lexikon  der  Schvveiz.  Bern, 
1885-'89. 

KoUer.  Handarbeit  in  der  Schule.  Zurich,  1881.  Tliis  book 
describes  the  system  of  instruction  in  vogue  in  the  Swiss 
common  and  intermediate  schools. 

Kummer,  Dr.  J.  J.     Fortbildungsschulwesen,  Das.  Zuricli,  1875, 

Miiller,  Susanna.  Elementar  Unterricht  in  den  Weiblichen 
Handarbeiten.     Zurich. 

Scheidler,  Lebensfrage  der  Europjiischen  Zivilisation  und  die 
Bedeutung  der  Fellenberg.schen  Bildungsanstalten  zu 
Hofwyl.     Jena,   1839. 
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Periodicals  and  Magazines  Devoted  Wholly  or 
in  Part  to  the  Subject  of  Manual  Arts. 


AMERICAN. 

Art  Education.  J.  C.  Witter.  New  York.  Monthly.  (Discon- 
tinued. ) 

Handicraft.  Society  of  Arts  and  Crafts,  14  Somerset  street, 
Boston,  Mass.  -Monthly.     Vol.  I.,  1903.     $1.00. 

Manual  Training  Magazine,  The  University  of  Chicago  Press. 
Quarterly.     $1.00.     Vol.  3,  No.  5,  October,  1902. 

Pratt  Institute  Monthly.     Pratt  Institute,  Brooklyn. 

Sloyd  Bulletin.     Sloyd  Training  School,  Boston. 

Teachers'  College  Record,  Teachers'  College,  New  York. 

The  Craftsman.  The  United  Crafts,  207  South  State  street, 
Syracuse.  N.  Y.     Monthly.     Vol.  III.,  1902.     $3.00. 

The  Southern  Workman.  Hampton  Normal  and  Agricultural 
Institute,  Hampton,  Va.  Monthly.  Vol.  31,  No.  1.  Jan. 
1902.     §1.00. 

FOREIGN. 

Blatter    fur  Knaben-Handarbeit.     Monthly,    M3.     W.    Hansen, 

Leipzig,  Germany,     Vol.  16,  No.  10,  Oct.  1902. 
Blatter  zur   Forderung  der    Knabenhandarbeit  in  Oesterreich. 

Quarterly.     Herr  Matthaus  Marschall,  Vienna. 
Hand  and  Eye.     Monthly.     O.  Newmann  &  Co.,  London,      Vol. 

10,  No.  103,  Nov.  1901. 
L'Enseignement    Manuel,    Libraire    Gedalge.      Paris.       (Ceased 

in  1899.) 
Practical  Teachers'  Art  Monthly.     Office  of   Practical   Teacher^ 

London.     Organ  of  M.    T    T.    Ass'n  and   Educative  Hand 

Work  Union.     Vol.  4,  1901. 
Slojdundervisningsblad.       Monthly,    Nails,     Slojdlararessminar- 

ium,  Floda  Station,  Sweden. 
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The    Australian  Technical  Journal.  Monthly.  Kealj"  ami  Pliilip, 

Sydney.     2d.     Vol.  6,  No.  8,  Sept.  1901. 
Tlie  Manual  Training  Teacher.     Tlie  organ  of  the  Association  of 

M.  T.  Teacliers.     Monthly.     (Evan  Ortner,  Ed. )  High  Bank, 

Foyle    Road,     Westcome     Park,    London,    S.    E.    2d.     1:5 
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